report Is required by law (7 DSC 2143). Failure lo report accordlna to the regulations 


NOV 2 8 ZOO^e attached form for 

additional Information 


Enteragency Report Control Wo.: 


UNITED STATES DEPARTMENT OF AGRICULTURE 

1. CERTIFICATE NUMBER: ?1-R-013? 

FORM APPROVED ’ I 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

CUSTOMER NUMBER: 394 



Yeshiva University 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Albert Einstein College Of Med 

1 300 Morris Park Ave 

Suite 312 

Bronx, NY 10461 



Telephone: (718) -430-2000 



[3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached LisOng 


■ REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets If necessarv or use APHIS Form 7023A \ 

" I ■ I 'I I 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animats being 
bred. 

conditioned, or 
held for u$e in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ys 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain> 
reiteving drugs. 

D. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

1 E. Numberofanimafs upon which teaching, 
i experiments, research, surgery or tests were 

conducted Involving acct^panying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, remits, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. { An explanation of the procedures 
producing pain or distress In these animals end the 
reasons such drugs were not used must be attached to 

F. 

total number 

OF ANIMALS 

(COLUMNS 

C+D+E) 

4. Dogs 

0 

0 

0 

0 


5. Cats 

0 


0 

0 

0 

6. Guinea Pigs 

0 

0 1 

0 

0 


7. Hamsters * * 

0 


0 

0 


8. Rabbits 

0 

2 

3 

0 

5 

9. Non-human Primate 

7 

0 

5 

0 

5 

10. Sheep 1 

0 

0 

0 

0 

0 

11. Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 

0 

0 

0 

0 

0 







13. Other Animals** 












See attached | 

sheet 












I ASSURANCESTATEMEWTS 


1) Professionally acceptable standards governing the care, treatment, and uaa of animals, including ar^x^priate use of anastatic, analgesic, and tranquitizing drugs, prior to, during, and foKowing 
actual research, teaching, tasting, surgery, or experimentation were followed by this research faciEity. 

2) Each prirwipal investigator has considered alternatives to painful procedures. 


3) This fecility is adhering to the standards and regulations under the Act, and it has required that exceptions to d)e standards and regulations be specified stkI explained by the prinapal 
investigator and ^proved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions ts attached to this annual report. In addition to Identi^lng the 
lACuC-approved exceptions, this summary indudes a brief explanation of the exceptions, as well as ^ species and number of animeis affected. 


4) The attending vetsrtnarian for this research fadlity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive OfRcer or Legally Resbonsible Institutional Offitial ) 



SIGNATURE 1 

b6, b7c 

APHIS FORM ; 


(AUG91) / 



DATE SIGNED 


U/21/08 























































NOV /?008 


this report is required by taw (7 USC 2143). Failure lo report according to Lhe regulations can 
result an order to cease and desist and to be subject to penalties as provided for in Section 21S0. 


See reverse side tor 
additional information. 


UNITED STATES DEPARTlylENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


I. registration no. 


Interagency Report Comrol No. 
0180-OOA-AN 


FORM APPROVED 
0MB NO. 0S79'0Q36 


2. HEADQUARTERS RESEARCH FAClLlTV {Name and Address, as registered w/tb USDA 
fnciude Zip Code) 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

{ TYPE OR PRINT) 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach adUirtional sheets if necessary of use this form.) 


Animals Covered 
By The Animal 
Welfare ReguJalions 


12. iiOR 13 Other 
(List by sf>eci 0 S) 


B. Number of 
animals being 
bred. 

conditioned, or 
heldior use m 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C Number ot 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs 


Number of animats upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accomp>anying pam or 
distress to the artimals 
and lor which appropriate 
anesthetic, analgesic, or 
tranquili^ing drugs were 
used. 


Number ot animals upon which teaching, 
expenmeniss research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and lor which the use of appropriale 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
Inierprelaiion ot the teaching, research, 
experiments, surgery, or lasts. (An expianation of 
the procedures producing pain or Jistreas in these 
animais and the reasons such drugs were not used 
must be artsc/ied to this report). 


TOTAL NO. 
OF ANIMALS 


(Cols. C * 

0 * B) 


Woodchuck 


Opossum 


Siberian Hamster 



1) . Professionally acceptoble standards governing (he care, ireaimeni, and use ut animals, including uppronaie use of anesthetic, analgesic, and lranquili.ring drugs, priur ro, during, 

and lollowmg actual research, leaching, testing, surgery, or experimentation were lutiowed by this research lacHity. 

2) . Each principal investigator has considered alternatives to paintui piocedures- 

3) . This taciiity is adhering lo the standards and regulaltons under (he Act, and it has required that exceptions to (he standards and regulations be specified and explained by ihe 

principal investigator and approved by the liisliiu(iuiujt Animal Care and Use CornmiHee (lACUC). A summary of alt such exceptions is attached to this annual report in 
addition to identifying the lACuC-approved exceptions, ihis summary includes a brief explanation ol the exceptions, as well as the species and number of animals affected 

4) . The attending veterinarian for this research facility has appropriate authority lo ensure the provision ol odequaie veterinary care and lo oversee the adequacy of other uspecls of 

animal care and use. 


CERTIFICATION BY IlEADQUARTES RESEARCH FACIUTY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 
i cerlily ih.it the above is true, correct, and complete (7 U.S C. Section 2143) 


signature 


date SIGNEt 


1/21/08 


ADUi.tt RORM 7023A 


PART1 -HEADQUARTE 























